Spring 1967 
(Issue 20 - 20/05/1967) 


Cheshire ITI 
Cargo Liner - 12,097 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Brown B 











Chief Officer Arthur K 2nd Eng Officer Parker N.L 
2nd Officer Dobson G.F 3rd Eng Officer Butler J 
3rd Officer Peters A.H 4th Eng Officer Grindley R.M 
Deck Cadet Morrison R.M 5th Eng Officer Spence D.G 
Deck Cadet Bytheway P.S 6th Eng Officer Turner W.G 
Deck Cadet Nyunt M.T Electrical Officer Ritchie R.S 
Radio Officer Waller R.A 
Purser Finlayson E.M 
Carpenter Farrell H 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Butterworth J.J 
Chief Eng Officer Douglas G.A.C 
Chief Officer Gosden D.W.F 2nd Eng Officer Plunkett R 
2nd Officer Tyrrell M.J 3rd Eng Officer Woodend M.J 
Uncert Officer Morris T.N 4th Eng Officer Lloyd T.A 
3rd Officer Bell R.N 5th Eng Officer Needham T.A 
Radio Officer Lakin S Electrical Officer Young |.D 
2nd Radio Officer Melia D 
Purser Cowen G.G 


Carpenter Chivers A 
2nd Steward Moore R 





Derbyshire III 


General Cargo - 14,827 d.w.t. 


Captain Butler M.J 


Chief Eng Officer Sweeney H.H 








Chief Officer Routledge J.D 2nd Eng Officer Turner T.A 
2nd Officer Tiller C.R 3rd Eng Officer Brooks M.A 
3rd Officer Fyans B.P 4th Eng Officer Norcross A 
Deck Cadet Pollitt T.J 5th Eng Officer Rogers P.S 
Deck Cadet Gooding J.E 6th Eng Officer MacFarlane A 
Deck Cadet Williams J.H Engineer Cadet Blaxland W 
Deck Cadet Folley W.D Electrical Officer Price W.T 

Radio Officer Monaghan J 

Purser Callon J 
Carpenter Langan D 
Gloucestershire 
General Cargo - 10,515 d.w.t. 
Captain Young A.E 
Chief Eng Officer Renney A.C 

Chief Officer Jones D.L 2nd Eng Officer Clark J.D 
2nd Officer McLeod K 3rd Eng Officer Bell W.C 
3rd Officer Paulusz H 4th Eng Officer Green E.S 

Deck Cadet Baker R.R 5th Eng Officer Diaz A.H.M 
Deck Cadet Stewart R.| 6th Eng Officer Simpson B 
Radio Officer Alcock D 7th Eng Officer Brennan F 

Purser McNeil R Electrical Officer Macaulay S 


Carpenter Preston A.G 
2nd Steward May D.W 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Sheldrake L.H 
Chief Eng Officer Shackleton J.H 











Chief Officer Horn M.J 2nd Eng Officer Mann H.G 
2nd Officer Woodham R.M.S 3rd Eng Officer Quigley T.G 
3rd Officer Hunter M.J 4th Eng Officer Blower J.W 
Deck Cadet Parker M.A 5th Eng Officer Corrin J.C 
Deck Cadet Paulusz C 6th Eng Officer Turnbull J.D 
Deck Cadet Creamer D.J 7th Eng Officer Stroud J 
Radio Officer Unsworth J.E 8th Eng Officer Atkinson F 
Purser Turner J.H Electrical Officer Jones M.B 
2nd Elect Officer Brotherston C.W 
Carpenter Hughes (ch) P 
2nd Steward Capes J.T 
Lancashire IV 
General Cargo - 16,707 d.w.t. 
Captain Weir R 
Chief Eng Officer Cowie A.D 
Chief Officer Preshaw A.G 2nd Eng Officer Lindsay W.P 
2nd Officer Kingsmill M 3rd Eng Officer Robinson A.J 
3rd Officer Kumarasinghe K.R 4th Eng Officer Measor P 
Deck Cadet Bredow J.H 5th Eng Officer Gillespie |.W 
Deck Cadet Kendrick R.F.A 6th Eng Officer Stanyer A.T 
Deck Cadet Morgan A.J.L Electrical Officer Houston D 
Radio Officer Scorgie J 
Purser Ashley E 


Carpenter 


Lee J 


Pacific Bridge 


Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Cooper T 


Chief Eng Officer Neve P 





Chief Officer Anderson K 


2nd Officer Coventry P.H.S 


3rd Officer Sefford P.W 
Radio Officer Bateman R.D 
Purser Oates J.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Electrical Officer 


Carpenter Finlayson J 





Cargo Liner - 12,060 d.w.t. 


Hughes G.K 
Mears C.R 
Paulusz M 
Stevenson W.A 
Lambert R.A.H 
Harrison |.D 
Bailey P 


Captain Saunders P 


Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Nisbet M.R 
Griffiths D.A.G 
Bell R.W 
Clayton E.L 
Gibson S.H 
Brown A 
Keenan G.J 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
Engineer Cadet 


Electrical Officer 


Carpenter Kennan A.G 





Durward K 
Cawley D.E 
Barnes D.A 
Ardern D.H 
Dubern P.E 
Johnson P.G 
Woodfine J.A 


Staffordshire ITI 
General Cargo - 10,515 d.w.t. 


Captain Fitch N.F 
Chief Eng Officer Little F 





Chief Officer Mobberley D.H 
2nd Officer Dyer S.R 
3rd Officer Gow P.D 
Deck Cadet Blunt K 
Deck Cadet Saunders N.E 
Radio Officer Beyer C.L 
Purser Heaslip G 


2nd Eng Officer Hearn J.H 
3rd Eng Officer Powell R 
4th Eng Officer Cowley J.A 
5th Eng Officer Douglas A 
6th Eng Officer Strasdin A.P 
7th Eng Officer Lewis D.S 

Electrical Officer West D.S 

Carpenter Forster G 
2nd Steward Kimberley D 





Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Hine D 
Chief Eng Officer Jones R.M 





Chief Officer McLeod R.F 2nd Eng Officer Metcalf D.H 
2nd Officer Parr T.E 3rd Eng Officer Craig C.G 
Uncert Officer Fyans C.W.A 4th Eng Officer Turner K.W 
3rd Officer Dye D.M 5th Eng Officer Hughes D.A 
Radio Officer Ferry W Electrical Officer Dunn R.B 
2nd Radio Officer Owen R.J 
Purser Willis F.J 


Carpenter 


Maule T.R 


2nd Steward Thomas E.J 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain HudsonA 
Chief Eng Officer Kelly T.M.C 








Chief Officer Woodfield J.R 2nd Eng Officer Brassington G.J 
2nd Officer Hughes T 3rd Eng Officer Lambert P.W 
Uncert Officer Flavin D.P.R 4th Eng Officer McDonald R.L 
3rd Officer Birkett R 5th Eng Officer Godfrey A.P 
Deck Cadet Corcoran J.A 6th Eng Officer Chambers P.M 
Radio Officer Daly J.L.H Electrical Officer Butterworth A.D 
Purser Miley D 
Carpenter Blakely W.A 
Yorkshire II 
General Cargo - 12,040 d.w.t. 
Captain Gurney F.G 
Chief Eng Officer Patton M.J 
Chief Officer Clayton D.R 2nd Eng Officer Hay W 
2nd Officer Bonner J.M 3rd Eng Officer Mathieson D.R 
3rd Officer Weinman L.P 4th Eng Officer Tun W 
Deck Cadet Das M 5th Eng Officer Kenyon J 
Deck Cadet Wain Z.T 6th Eng Officer Rooks B 
Radio Officer Kielthy P.K Engineer Cadet Stanley P.F 
Purser Ravera R.F Electrical Officer Cull B.P 


Carpenter Doherty N.J 





